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What 


Insulation  Means 

Insulation  gives  you  greater 
year  ‘round  comfort . 


S 


O  MATTER  where  you 
live  an  insulated  home 
assures  greater  year  ’round 
comfort,  convenience  and  en¬ 
joyment. 

Whether  you  live  in  a  warm 
climate  with  its  occasional  very 
high  temperature,  and  occa¬ 
sional  low  winter  temperature, 
or  in  a  climate  with  high  tem¬ 
peratures  during  the  summer 
and  extremely  cold  tempera¬ 
tures  during  the  winter,  you 
will  find  it  easier  to  maintain 
comfortable  and  healthful  liv¬ 
ing  conditions  the  year  ’round 
if  your  home  is  adequately 
insulated. 

What  I  nsuiation  Is 

There  is  nothing  mysterious 
about  thermal  insulation  as 
used  in  buildings.  It  can  be 
explained  in  a  few  simple  words : 
Heat  always  passes  from  warm 
to  cold.  If  one  end  of  an  iron 
bar  is  held  in  the  hand  and  the 
other  end  placed  in  a  fire,  the 
heat  quickly  travels  through 
the  cold  iron  to  the  hand. 
That  is  because  the  heat  is 
traveling  from  warm  to  cold 
and  because  iron  is  a  splendid 
conductor  of  heat. 

Some  materials  conduct  heat 


much  more  rapidly  than  others . 
Ordinary  building  materials 
offer  very  little  resistance  to 
the  passage  of  heat.  There¬ 
fore,  when  used  in  a  home, 
heat  passes  through  them  free¬ 
ly.  With  an  inside  temperature 
of  70°  F.  and  zero  weather  out¬ 
side,  heat  generated  by  the 
furnace  readily  passes  through 
the  walls  and  ceilings  of  an 
uninsulated  home  to  the  out¬ 
side  and  is  wasted. 

An  insulating  material,  be¬ 
cause  it  contains  a  myriad  of 
minute  air  cells,  offers  a  mark¬ 
ed  resistance  to  the  passage  of 
heat,  thus  greatly  reducing 
heat  loss  through  the  walls 
and  ceilings  in  winter  or  heat 
penetration  in  summer. 

Comfort,  First  Essential 
to  Health 

Too  little  emphasis  has  been 
put  on  the  value  of  comfort¬ 
able  living  conditions  as  an 
adjunct  to  good  health.  In 
the  house  that  is  free  from 
cold  and  drafts,  children,  and 
grown-ups  too,  are  less  sub¬ 
jected  to  colds  and  other  ill¬ 
nesses.  During  hot  summer 
months  an  insulated  home  is 
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considerably  cooler  than  a  home 
not  insulated.  It  provides  greater 
comfort  by  day  while  the  sun 
bakes  the  earth  with  its  wither¬ 
ing  blasts.  It  assures  cool  comfort 
by  night  that  makes  it  possible 
to  have  restful  sleep.  In  the  ade¬ 
quately  insulated  home  you  will 
find  it  considerably  cooler  indoors 
than  out. 

Fu  rnace  Operation  Made 
Easier 

During  particularly  cold  periods 
the  insulated  home  is  a  safer  home 
in  which  to  live.  No  longer  does 
the  bulk  of  furnace-generated  heat 
escape  through  the  side  walls  and 
roof.  You  will  find  it  easier  to 
keep  your  house  at  a  uniformly 
comfortable  temperature  on  bitter 
cold  days  without  the  necessity  of 
forcing  your  furnace  the  greatest 
cause  of  house  fires  during  ex¬ 
tremely  cold  weather,  according  to 
fire  officials. 

In  your  insulated  house  you  will 
find  it  easier  to  provide  necessary 
warmth  and  living  comfort  in  all 
parts  of  the  house  during  the  win¬ 
ter  months.  You  accomplish  it 
with  fewer  trips  to  the  basement 
to  tend  the  furnace,  thus  saving 
many  needless  steps. 

Fuel  Savings  that  Decrease 
Heating  Costs 

Regardless  of  what  type  of  fuel 
you  use,  whether  it  be  coal,  gas, 
or  oil,  insulation  of  your  house 
with  a  well  chosen  insulation  ma¬ 
terial  assures  fuel  savings  that 


within  a  few  years  will  pay  for  the 
insulation  material  you  have  used. 
It  is  a  well  known  fact  that  ad¬ 
equate  insulation  will  effect  sub¬ 
stantial  savings  in  fuel  bills  year 
after  year. 

Insulation  Is  Necessary 
for  Efficient 
Air-Conditioning 

If  you  are  planning  to  have  air- 
conditioning  equipment  in  your 
present  home,  or  in  the  home  you 
are  about  to  build,  or  even  if  you 
feel  that  at  some  future  time  you 
will  want  air-conditioning  equip¬ 
ment,  provide  now  for  its  satisfac¬ 
tory  and  efficient  performance  by 
insulating  your  house.  As  any 
manufacturer  of  air-conditioning 
equipment  will  tell  you,  no  air- 
conditioning  equipment  will  oper¬ 
ate  efficiently  or  economically  in 
an  uninsulated  house. 

Insulation  a  Small  Part 
of  Your  H  ome 
Investment 

These,  then,  are  some  of  the  ad¬ 
vantages  that  accrue  to  the  home 
owner  who  has  insulated  his  home. 
Can  you  afford  not  to  have  them, 
when  insulation  is  so  small  a  part 
of  your  investment  when  building 
a  new  home?  Can  you  afford  not 
to  insulate  your  home  when  fuel 
savings  can  be  counted  on  to  off¬ 
set  the  cost  of  insulation  in  a  few 
years?  And  you’ll  continue  to  have 
fuel  savings  year  after  year  as  long 
as  you  live  in  the  house. 
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When  to  Insulate 


For  the  New  Home 

If  you  are  planning  to  build  a 
new  home,  be  sure  to  plan  for  ad¬ 
equate  insulation.  The  best  time 
to  install  it  is  while  the  house  is 
under  construction.  You  will  then 


be  able  to  apply  it  at  all  the  points 
where  it  is  necessary  in  order  to 
assure  the  utmost  in  satisfaction 
and  the  many  benefits  that  only 
effective  insulation  can  give. 

1.  Increased  Comfort. 

2.  More  Healthful  Living  Condi¬ 
tions. 

3.  Safety  from  Fire. 

4.  Fewer  Trips  to  Furnace. 

5.  Fuel  Savings  Year  after  Year. 

6.  Air-Conditioning  Equipment 
Will  Work  More  Efficiently 
and  Economically. 

7.  Protection  against  infiltration 
of  moisture-laden  air. 

In  Your  Present  Home 

Even  though  you  don’t  plan  to 
build,  you  can  have  many  of  the 
advantages  of  insulation  in  your 
present  home.  You  can  insulate 


Insulation  must  start  with  the 
walls  if  today’s  homes  are  to 
meet  the  present  demand  for 
comfort,  and  the  needs  of  air- 
conditioning  in  the  future. 
You  get  more  than  insulation 
when  you  use  Insulite  Bildrite 
Sheathing  (See  page  8  for 
details). 


to  provide  greater  year  around 
comfort,  which  includes  protection 
against  the  heat  of  the  summer 
sun,  as  well  as  loss  of  furnace¬ 
generated  heat  during  the  cold 
winter  months. 

Through  the  use  of  an  insulation 
board  that  provides  more  than 
just  insulation  efficiency,  you  can 
build  extra  rooms  in  your  attic  or 
basement,  as  well  as  improve  the 
appearance  and  livability  of  exist¬ 
ing  rooms. 

Attic  rooms  built  with  an  insu¬ 
lation  board  provide  comfortable 
extra  living  or  recreation  rooms, 
enabling  the  old  home  to  keep 
pace  with  a  growing  family.  Dur¬ 
ing  the  hot  summer  months,  when 
the  sun  beats  down  relentlessly  on 


your  roof,  your  entire  house  will 
be  more  comfortable.  In  the  winter 
months  when  the  heat  you  gener¬ 
ate  with  costly  fuel  would  other¬ 
wise  rise  to  your  roof  and  hasten 
through  it,  these  attic  rooms  built 
with  insulation  board  will  heat- 
seal  your  roof,  thus  making  it 
easier  for  you  to  heat  your  house— 
and  at  a  lower  fuel  cost,  since  from 
25  to  33Vs  per  cent  of  your  furnace¬ 
generated  heat  will  escape  through 
your  roof  unless  it  is  insulated. 


Insulite  Buildi 
Board  has  be> 
used  to  provii  I 
extra  rooms 
the  attics  1  J 
countless  horm  I 
Its  insulating  el  j 
ciency  insur  I 
comfortable  at  I 
rooms  —  mo  j 
comfort  throug  I 
out  the  house.  I 
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How  to  Insulate 


There  are  two  basic  types  of 
insulating  materials.  One  of  these 
types  has  been  developed  primarily 
for  insulation  purposes.  The  sec¬ 
ond  type  is  the  insulation  board 
developed  to  meet  insulation  needs, 
and  at  the  same  time  give  struc¬ 
tural  value,  thus  replacing  some 
structural  material  that  has  little 
insulation  value.  The  first  is  gen¬ 
erally  more  expensive  because  its 
cost  covers  but  one  use.  An  insu¬ 
lation  board,  because  of  its  struc¬ 
tural  uses,  actually  costs  less  to 
use.  You  get  far  more  than  an 
insulating  material.  You  get  a 


material  that  insulates  efficiently. 
You  get  a  material  that  has  a 
structural  value.  It  may  be  used 
as  a  structural  building  material. 
It  may  be  used  as  a  base  for  plaster, 
replacing  wood  lath,  thus  assuring 
long-lived  beautiful  plastered  wall 
surfaces  of  great  beauty.  It  may 
be  used  as  a  decorative  wall  and 
ceiling  surface  applied  directly  over 
the  frame  work  on  the  interior 
walls,  where  it  provides  interior 
decoration  without  the  expense 
and  delays  of  plastering.  In  any 
of  these  uses  you  will  at  the  same 
time  be  insulating  your  walls. 


Insulate  with  Insulite 


When  you  select  an  insulation 
board  why  not  have  all  the  advan¬ 
tages  that  only  Insulite,  the  origi¬ 
nal  wood-fiber  insulation  board, 
can  give? 

Used  in  homes  throughout  the 
world  for  nearly  a  quarter  century, 
its  sturdy  wood-fiber  structure  adds 
long  life  and  bracing  strength  to 
buildings  in  which  it  is  used. 

When  used  as  a  base  for  plaster 
Insulite  holds  the  plaster  with 
more  than  twice  the  grip  of  ordi¬ 
nary  wood  lath.  It  does  away  with 
discouraging  lath  marks  such  as 
you  have  often  noticed  on  ceilings 
and  exterior  walls  where  alternat¬ 
ing  stripes  of  light  and  dark  de¬ 
tract  from  the  beauty  of  plastered 
interiors. 

When  used  as  a  decorative  ma¬ 
terial  Insulite’s  standard  light  color 


adds  rich  beauty  to  any  interior. 
Insulite  is  also  available  in  a  lus¬ 
trous  grayish-brown  shade  known 
as  Graylite  that  harmonizes  with 
any  color,  or  type  of  decoration 
and  hangings.  Its  choice  of  two 
surface  textures,  one  a  rough  bur¬ 
lap  texture,  and  the  other  a  fine, 
screen  surface,  makes  it  particu¬ 
larly  desirable  for  attractively  fin¬ 
ished  walls  in  homes  and  all  types 
of  buildings.  It  requires  no  finish¬ 
ing  treatment  of  any  kind,  but 
it  may  be  finished  with  paints, 
stains  or  stencils  if  desired. 

Whether  it  is  used  as  sheathing, 
lath,  or  for  interior  decoration, 
sound  deadening  or  acoustical  cor¬ 
rection,  Insulite  affords,  at  the  same 
time  and  at  no  extra  cost,  a  high  de¬ 
gree  of  insulation  efficiency  against 
the  passage  of  heat  and  dampness. 
Build  right  with  Insulite. 


Insulite  is  used  For  the  decora¬ 
tion  of  interior  wall  and  ceiling 
surfaces.  Its  choice  of  burlap 
and  fine  surface  textures — as 
well  as  colors — makes  it  desir¬ 
able  for  decorative  purposes. 
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Insulite  for  Every  Room 


in  the 

For  your  new  home,  or  your 
present  home,  you  can  now  enjoy 
the  advantages  of  interior  finishes 
that  do  more  than  decorate.  Even 
if  you  prefer  plastered  walls,  the 
use  of  Insulite  Lok-Joint  Lath  as 
a  plaster  base  will  give  you,  not 
only  the  benefit  of  greatly  increased 
insulation,  but  a  smoother  surface 
that  will  stay  free  from  ugly  lath 
marks  and  one  which  is  practically 
immune  from  plaster  cracks. 

But  there  are  other  means  for 
achieving  attractive  interiors  with 
Insulite.  For  example,  Insulite 
Building  Board  in  either  the  Stand¬ 
ard  Light  or  Graylite  colors  and 
with  either  the  burlap  or  fine  screen 
surface  exposed,  can  be  nailed  di¬ 
rect  to  the  inside  of  the  building 
framework  or  applied  over  the  old 
existing  wall  treatment.  In  such 
cases,  the  surface  of  the  board  can 
be  grooved  on  the  job  to  conform 

This  delightful  basement  amusement  room  was  achieved  by  covering  the  former  concrete 
walls  with  Insulite  Graylite  Building  Ecerd  and  grooving  it  to  simulate  plank.  Insulite 
HardBoard  forms  the  wainscot.  The  ceiling  treatment  is  Insulite  Tile  applied  in  a 
diagonal  pattern. 


Home 

with  your  own  ideas  on  decoration. 
Special  mouldings  and  panels  can 
also  be  cut  from  the  board  and 
applied  on  the  job.  The  possibilities 
are  unlimited. 

Insulite  Plank  in  the  same  colors 
and  with  the  same  surface  textures 
as  Building  Board  is  particularly 
effective  for  application  over  old 
cracked,  plastered  walls.  Available 
in  various  widths,  from  6  inches  to 
16  inches,  it  can  be  applied  either 
vertically  or  horizontally.  The  use 
of  random  widths  with  beaded 
joints  is  particularly  effective. 

Insulite  Tile  is  generally  applied 
on  ceilings  in  accordance  with  any 
one  of  a  wide  variety  of  standard 
patterns.  In  many  cases,  however, 
it  is  also  used  to  form  the  wall 
treatment.  In  either  case,  like  Plank 
or  Building  Board,  it  provides  pleas¬ 
ing,  permanent  and  sound  absorb¬ 
ing  decoration  and  also  insulates. 

The  picture  below  shows  how  waste  attic  space  was  converted  into  attractive,  useful 
and  comfortable  rooms.  Such  rooms  are  not  only  comfortable  in  themselves  but  make 
the  entire  house  more  comfortable  the  year  around — add  to  its  rental  and  resale  value. 
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Insulite  Lok-Joint  Lath  assures  the  finest  type  of  plastering  job  in  the  most  modern  of 
homes.  The  exposed  board  can  also  be  used  to  achieve  interesting  results,  as  was  done 
in  the  modern  living  room  shown  above. 

Insulite  HardBoard  (See  page  22) 
is  especially  adapted  as  a  wainscot 
material.  It  may  be  painted  or  left 
in  its  natural  attractive  state. 

For  bathrooms  and  kitchens  In¬ 
sulite  PanelTile  with  a  4//x4//  tile 
pattern  on  the  surface  provides, 

Hallways  and  stairways  can  be  effectively  treated  with  either  Insulite  Building  Board 
or  Plank  in  either  the  Standard  Light  or  Graylite  colors.  Note  the  wainscot  effect  in 
the  picture  below. 


Using  Standard  light  colored  Insulite  Tile  in  combination  with  Graylite  Tile,  applied 
in  a  diamond  pattern,  as  was  done  in  the  dining  room  shown  above,  results  in  a  very 
striking  interior. 

when  enameled,  a  perfect,  prac¬ 
tical  and  inexpensive  substitute  for 
ceramic  tile. 

Any  or  all  of  these  materials  used 
singly  or  in  combination  will  pro¬ 
vide  permanent  decoration  of  last¬ 
ing  beauty. 

Graylite  Building  Board  with  the  surface  grooved  horizontally  and  the  grooves  painted 
scarlet,  as  was  done  in  this  modern  kitchen,  demonstrates  the  versatility  of  decorative 
design.  Insulite  PanelTile  provides  an  efficient  wainscot. 


Bildrite  Sheathing 


Bildrite  Sheathing  is  one  of  the 
most  outstanding  building  mate¬ 
rials  ever  developed  by  The  Insulite 
Company  in  the  twenty-three  years 
of  its  existence.  It  is  the  result  of 
painstaking  research  and  exhaust¬ 
ive  laboratory  experiments  to  pro¬ 
duce  a  sheathing  material  that 
would  effectively  answer  America’s 
demand  for  better  homes^at  lower 
cost. 

Bildrite  Sheathing  should  not  be 
confused  with  ordinary  building 
boards  which  have  been  used  for 
sheathing  heretofore — successful  as 
they  have  been.  It  is  distinctly  a 
new  and  better  product  designed 
expressly  for  sheathing  purposes. 

The  fact  that  Insulite  Building 
Board  has  been  used  successfully 
as  sheathing  for  twenty-two  years, 
and  that  one  house,  built  in  1914, 
on  which  it  was  so  used  and  left 
exposed  to  the  weather  except  for 
a  coat  of  paint,  is  still  in  a  remark¬ 
ably  good  state  of  repair,  merely 


serves  to  emphasize  the  durability 
of  the  basic  material  from  which 
the  new  Bildrite  Sheathing  is  made. 

Bildrite  Sheathing  gives  greater 
bracing  strength  and  moisture  re¬ 
sistance  to  all  types  of  structures, 
whether  their  exteriors  be  wood, 
stucco  or  brick.  In  this  respect  it 
surpasses  that  provided  by  ordinary 
insulation  boards  as  well  as  com¬ 
mercial  grades  of  wood  sheathing. 

Bildrite  Sheathing  comes  in  large 
sheets,  4  feet  wide  and  in  standard 
lengths,  varying  from  6  feet  to  12 
feet.  Field  tests  have  shown  that 
these  large  sheets  can  be  applied 
in  less  time  and  at  a  lower  cost 
than  commercial  grades  of  wood 
sheathing. 

Bildrite  Sheathing  makes  a  wind- 
proof  wall  due  to  the  fact  that  the 
thick  panels  cover  a  great  area 
without  cracks  or  knotholes.  Joints 
between  the  individual  units  fall 
over  the  studding  so  that,  except 
for  door  and  window  openings,  the 


For  new  houses,  Bildrite  Sheathing  adds  bracing  strength,  insulation  against  passage  of  heat,  as  well  as 
protection  against  infiltration  of  moisture-laden  air. 


Bildrite  Sheathing  is  easily  and  quickly  applied,  assuring  a  tight  seal  at  the  joints  and  around  door  and  window  openings. 

It  provides  a  thoroughly  windproof  wall. 


entire  wall  area  becomes  an  un¬ 
broken  surface. 

From  edge  to  edge  and  surface  to 
surface,  Bildrite  Sheathing  is  al¬ 
ways  uniform  in  quality — always  a 
perfectly  seasoned  No.  1  sheathing. 
Because  there  is  no  necessity  for  a 
building  paper  a  further  reduction 
in  the  net  cost  to  you  of  the  finished 
structure  is  assured. 

In  addition  to  its  use  for  new 
construction,  beneath  exterior  sur¬ 
face  materials,  such  as  lap-siding, 
stucco  or  brick,  Bildrite  Sheathing 
lends  itself  exceptionally  well  to 

Bildrite  Sheathing  is  used  for  garages  and  many  small  buildings.  It  assures  a  well  braced 
building — its  insulation  efficiency  assures  easy  starting  of  automobiles  during  cold 
weather. 


the  construction  of  summer  cot¬ 
tages.  In  such  types  of  buildings 
the  board  itself  may  serve  as  the 
outside  finish.  A  protective  coat  of 
paint,  however,  is  recommended, 
although  the  material,  being  na¬ 
turally  durable,  will  resist  weather 
for  many  years  without  additional 
surface  treatment. 

Before  you  build,  investigate 
Bildrite  Sheathing— examine  a  sam¬ 
ple — see  for  yourself  how  this  revo¬ 
lutionary  building  material  will 
enable  you  to  build  right  for  the 
future  with  Bildrite. 

Fortunate  are  the  children  who  have  a  playhouse  in  the  back  yard  built  of  Insulite  that 

will  be  comfortable  in  any  weather  and  provide  a  safe  place  to  play  close  to  home. 


Insulite  Lok- Joint  Lath 

(PATENTED) 

The  Safest  Base  for  Plaster 


Insulite  Lok-Joint  Lath  is  easily 
and  quickly  applied  to  all  wall  and 
ceiling  surfaces.  Its  exclusive  Lok- 
Joint  insures  a  rigid,  continuous 
plastering  surface  that  requires 
less  plaster — holds  it  with  more 
than  twice  the  grip  of  wood  lath — 
keeps  plaster  moisture  from  enter¬ 
ing  the  building  framework 
insures  greater  freedom  from  plas¬ 
ter  cracks. 

Added  to  these  inherent  qualities 
of  Insulite  Lok-Joint  Lath  are  its 
insulating  efficiency,  making  heat¬ 
ing  equipment  more  efficient  dur¬ 
ing  the  winter,  and  cooling  equip¬ 
ment  more  efficient  during  the  hot 
summer  months.  Its  sound  dead¬ 


ening  efficiency  reduces  the  passage 
of  noise  through  partition  walls  or 
between  floors. 

Insulite  Lok-Joint  Lath  is  made 
from  Insulite  in  thicknesses  of 

and  .  It  was  a  logical  develop¬ 
ment  to  meet  the  demand  for  an 
insulating  plaster  base  in  a  con¬ 
venient  and  practical  size  that 
would  eliminate  the  old  plaster 
troubles. 

If  you  want  the  plastered  walls 
and  ceilings  in  your  home  to  give 
you  the  utmost  in  satisfaction 
over  a  long  period  of  time  see  that 
your  plaster  is  applied  on  Insulite 
Lok-Joint  Lath. 
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Insulite  lor  Commercial  Interiors 


The  trend  today  in  new  build¬ 
ing  or  modernizing  is  to  use  ma¬ 
terials  that  serve  more  than  one 
need.  Such  materials  make  the 
building  dollar  go  farther  and  do 
much  to  safeguard  the  investment. 

The  several  functions  performed 
by  Insulite  Building  Board,  Tile 
and  Plank  have  long  made  Insulite 
a  preferred  wall  finishing  material 
for  buildings  of  any  type.  Whether 
you  are  interested  in  modernizing 
or  new  construction,  here  is  a  ma¬ 
terial  in  several  forms  that  does 
more  than  surface  wall  areas. 

In  Insulite  you  have  a  choice  of 
two  surface  textures — burlap  tex¬ 
ture  on  one  side  and  fine  screen 
surface  on  the  other,  either  of 


which  lends  itself  to  beautiful  wall 
and  ceiling  treatment.  Coming  in 
either  the  Standard  Light  or  Gray- 
lite  colors  it  requires  no  decoration 
although  it  may  be  painted,  stained 
or  stenciled  if  desired,  to  meet  any 
decorative  plan. 

Insulite  is  a  full  half-inch  thick. 
Used  as  a  decorative  material  it 
adds  bracing  strength  to  wall  sec¬ 
tions — assures  high  insulating  effi¬ 
ciency — against  the  passage  of  heat 
and  dampness. 

The  sound  absorption  efficiency 
of  Insulite  assures  quieter  rooms. 
In  addition  it  reduces  the  trans¬ 
mission  of  noise  from  one  room  to 
adjoining  rooms,  or  to  rooms  above 
and  below. 


Insulite  with  or  without 
further  decoration  lends 
itself  ideally  to  attractive 
wall  and  ceiling  treat¬ 
ments  of  commercial 
shops. 
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In  this  Courthouse  corridor,  Insulite  Tile  provides  beautiful  interior  decoration — its 
sound  absorption  efficiency  assures  a  quieter  building. 


Many  and  varied  are  the  decorative  effects  obtainable  through  combinations  of 
Insulite  Building  Board  and  Tile  in  the  standard  light  color  and  in  the  rich  gray- 
brown  shade  known  as  Graylite. 


Offices  in  noisy  industrial  buildings  can  be  made  more  attractive  and  quieter  with  the 
use  of  Insulite,  with  its  excellent  decorative  qualities,  high  light  reflection,  and  sound 
deadening  efficiency. 


An  interesting  panelled  effect  through  the  use  of  Insulite  Building  Board  on  walls  and 
ceiling  to  form  a  quiet  living  rocm  in  a  Mountain  Ledge. 


In  this  modern  night  club,  Insulite  Building  Board  with  the  surface  grooved  and  joints 
covered  with  special  mouldings  provides  a  light  and  attractive  ceiling. 


Used  in  churches,  Insulite  does  four  things,  it  decorates — improves  acoustics — insulates 
to  provide  greater  year  'round  comfort — retards  the  transmission  of  disturbing  noises 
through  walls,  ceilings,  and  floors. 


In  theaters,  Insulite  Building  Board  and  Tile  are  used  for  permanently  attractive  interior 
decoration,  insulation  against  passage  of  heat  and  the  correction  of  acoustics,  as 
illustrated  here. 


Modern  decorative  effects  so  necessary  in  modern  automobile  sales  rooms,  are  easily 
obtainable  with  Insulite  Tile,  as  illustrated  here,  pioviding  an  attractive,  quiet  interior. 
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The  modernized  store  attracts  more  business.  Use  Insulite  to  provide  an  up-to-date 
store  interior,  attractive  to  customers  and  easy  to  keep  at  a  uniform  temperature  the 
year  'round. 

The  standard  light  color  of  Insulite  harmonizes  perfectly  with  the  stained  wood  of  a 
beamed  ceiling.  In  this  Chicago  bar  the  surface  of  the  board  was  grooved  to  add 
emphasis  to  the  treatment. 


Interior  Decoration  with 
Insulite  Tile  and  Plank 


There  is  a  growing  tendency  on 
the  part  of  owners  who  want  to 
modernize  buildings,  as  well  as 
people  planning  to  build  new  ones, 
to  look  for  a  building  material  that 
will  enable  them  to  do  more  with 
their  building  dollar.  They  are 
looking  for  a  material  that  per¬ 
forms  more  than  one  function, 
and  they  are  finding  it  in  Insulite 
Tile  and  Plank. 

For  a  number  of  years  Insulite 
Tile  has  been  used  to  provide  in¬ 
teriors  of  beauty  and  charm.  And 
best  of  all,  in  providing  beautiful 
interiors  it  enables  builders  and 
owners  to  meet  several  needs  with 
one  material  of  reasonable  cost. 


Insulite  Tile,  available  in  a  wide 
variety  of  combinations  of  sizes, 
textures  and  colors,  and  Insulite 
Plank  in  random  widths  from  eight 
to  sixteen  inches  in  the  same  va¬ 
riety  of  textures  and  colors,  lend 
a  modern  note  to  interior  decora¬ 
tion.  But  they  do  more  than  this. 
Aside  from  their  decorative  quali¬ 
ties  they  help  to  correct  acoustics 
in  such  buildings  as  churches, 
schools,  theaters,  and  auditoriums. 

The  sound  absorption  efficiency 
of  Insulite  Tile  and  Plank  assures 
quieter  rooms  and  prevents  noise 
in  one  room  from  disturbing  occu¬ 
pants  of  adjacent  rooms,  or  rooms 
above  and  beneath. 


In  this  meeting  and  conference  room,  Insulite  Tile  covers  the  ceiling,  while  Insulite  Plank,  except  for  the  wainscoting  and  pilasters,  serves  as  the  side  wall 
decoration.  Beams  and  pilasters  are  covered  with  Insulite  Building  Board.  The  combination  of  the  Standard  light  and  Graylite  colors,  with  vertical  and 

horizontal  grooves  cut  into  the  surface,  achieve  a  harmonious  effect. 


In  addition,  Insulite  Tile  and 
Plank  provide  great  insulation  effi¬ 
ciency,  which  makes  it  possible  to 
keep  the  building  in  which  they 
are  used  at  a  more  comfortable 
temperature  at  any  time  during 
the  year.  In  theaters  or  commer¬ 
cial  buildings  where  cooling  equip¬ 
ment  is  necessary  Insulite  Tile  and 


Plank  make  it  possible  to  operate 
that  equipment  more  efficiently 
and  economically. 

Owners  of  commercial  properties 
have  found  in  Insulite  Tile  and 
Plank  a  material  that  could  be 
used  to  advantage  in  bringing  prop¬ 
erties  up  to  date,  making  them 
more  easily  rentable  and  salable, 


Insulite  Plank  and  Tile  on  the  walls  and  ceiling  of  this  Toledo  radio  station  control 
room,  provide  both  decoration  and  acoustical  correction.  Strips  of  Graylite  Building 
Board  serve  as  a  wall  and  ceiling  border. 


Insulite  Graylite  Plank  with  beaded  joints  is  unusually  effective  in  this  Omaha  office 
and  display  room.  The  Tile  ceiling  pattern  is  also  very  distinctive,  representative  of 
the  versatility  of  treatment  possible  with  these  materials. 


and  when  rented  or  sold  more 
profitable  to  the  tenant. 

The  rich  standard  light  color  of 
Insulite  Tile  lends  itself  particu¬ 
larly  well  to  ceilings  of  commercial 
buildings  for  it  assures  high  light 
reflection,  a  factor  particularly  im¬ 
portant  in  schools,  auditoriums, 
churches  and  stores.  Insulite  Tile 
and  Plank  are  also  available  in  a 
lustrous,  neutral  gray-brown  shade 


known  as  Graylite,  that  harmo¬ 
nizes  with  any  color  or  decorative 
scheme.  In  either  color  they  re¬ 
quire  no  finishing  treatment  of 
any  kind,  although  they  may  be 
painted,  stained  or  stenciled  to 
meet  any  decorative  requirement. 

Use  Insulite  Tile  and  Plank  to 
meet  four  important  needs :  decor¬ 
ation,  sound  deadening,  insulation 
and  acoustical  correction. 
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The  pictures  on  these  two  pages 
show  representative  interiors  of  a 
few  of  the  many  types  of  buildings 
which  have  been  made  modern  and 
attractive  with  Insulite  Tile  and 
Plank.  They  suggest  a  few  of  the 
possibilities  for  converting  out¬ 
moded,  unattractive,  business  re¬ 
pelling  properties  into  distinctive 
restaurants,  hotels,  clubs,  offices, 
theaters,  beauty  shops,  stores, 
showrooms,  etc. 


Restaurants  or  roadside  inns  have  in  Insulite 
Plank  and  Tile  the  means  for  achieving  the 
kind  of  interiors  that  attract  and  hold 
patronase. 


Depreciated  income  property  can  be  effec¬ 
tively  and  economically  modernized  with 
Insulite  Plank  and  Tile  to  attract  desirable 
tenants. 


This  interior  of  The  Insulite  Company's  Northwest  District  Sales 
Office  demonstrates  whet  can  be  acccmplished  in  hundreds  of 
office  buildings  with  Insulite  Plank  and  Tile  and  Building  Board 


to  make  them  more  desirable  addresses  for  business  firms. 


TILE: 

Colors — (Standard  Tile)  the  color  of  new  wood  and  (Graylite) 
a  rich  grayish-brown. 

Surfaces — Fine  screen  on  one  side,  burlap  on  the  other — either 
one  of  which  may  be  used  as  elected. 

Sizes — A  wide  variety  from  6"x6"  to  24"x48". 

Thicknesses — %  inch,  \  inch  &  1  inch. 

Joints — B-B  (butt)  for  use  when  applied  over  a  smooth  level 
surface  such  as  plaster  and  V-W  (interlocking)  for  use  on 
furring  strips  where  the  two  edges  span  an  open  space. 


Milady  prefers  to  take  her  beauty  treat¬ 
ments  in  a  shop  that  is  both  comfortable 
and  attractive.  Insulite  Plank  and  Tile  not 
only  make  it  so,  but  lend  a  professional 
atmosphere  to  the  interior. 


The  waiting  room  and  lobbies  in  the  offices 
of  large  business  organizations  give  callers 
their  first  impression  of  the  firms  with  whom 
they  do  business.  Insulite  Plank  and  Tile 
on  walls  and  ceiling  make  that  impression 
one  of  character.  HardBoard  may  be  used 
as  a  wainscot. 


In  a  great  many  instances  where 
wall  surfaces  in  commercial  build¬ 
ings  are  in  such  a  poor  state  of 
repair  that  it  is  impossible  to  em¬ 
ploy  a  conservative  decoration  such 
as  paint,  Insulite  Tile  and  Plank 
products  achieve  almost  magical 
transformations  at  moderate  cost 
-and  the  resultant  decoration  is 
permanent.  It  insulates  and  ab¬ 
sorbs  sound —  it  attracts  trade  and 
builds  profits. 
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Modern  theater  decoration  and  acoustical  correction  can  be 
achieved  at  one  and  the  same  time  with  Insulite  Interior  Finish 
Products  as  was  done  here  where  Graylite  Plank  was  used  on 
the  side  walls  and  Tile  on  the  ceiling.  HardBoard  was  used  as 
a  wainscot. 

PLANK: 

Colors — (Standard  Plank)  the  color  of  new  wood  and  (Graylite) 
a  rich  grayish-brown. 

Surfaces — Fine  screen  on  one  side,  burlap  on  the  other — either 
one  of  which  may  be  used  as  elected.  With  or  without  bead. 

Sizes — In  widths  of  6”,  8”,  10",  12"  and  16" — in  lengths  of 
6',  7',  8',  9',  10'  and  12'. 

Thicknesses — inch,  %  inch  &  1  inch. 

Joints — B-B  (butt)  for  use  when  applied  over  a  smooth  level 
surface  such  as  plaster  and  V-W  (interlocking)  for  use  on 
furring  strips  where  the  two  edges  span  an  open  space. 


I 
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The  Insulation  of  Farm  Buildings 


In  cold  climate  or  hot,  there  is 
one  thing  on  which  successful  farm¬ 
ers  agree — that  the  insulation  of 
farm  buildings  paves  the  way  to 
better  profits. 

Farmers  the  country  over  have 
learned  that  Insulite  can  be  de¬ 
pended  on  to  insulate  farm  build¬ 
ings  efficiently.  In  addition,  In¬ 
sulite  provides  needed  structural 
strength  and  durability,  as  well  as 
an  increased  investment  value  far 
in  excess  of  the  actual  cost  of  the 
material  and  its  application.  In¬ 
sulite  is  saving  farmers  thousands 
of  dollars  annually  by  better  pro- 


the  house  is  insulated  with  In¬ 
sulite.  Comfortable  hens  produce 
most  eggs — lowered  feeding  costs 
result  when  hens  use  feed  to  pro¬ 
duce  eggs  rather  than  body  heat. 

Insulite  used  in  poultry  houses 
soon  pays  for  itself  in  chicks  saved 
increased  egg  production  —  in 
lowered  feeding  costs — in  increased 
convenience  to  the  poultryman. 
It  is  used  equally  well  in  new 
houses  or  for  the  improvement  of 
existing  buildings. 

Dairy  barns  insulated  with  In¬ 
sulite  provide  more  comfortable 
quarters  for  cows— make  it  pos- 


tection  of  livestock  from  the  ele¬ 
ments. 

Poultrymen  have  learned  the  ad¬ 
vantages  of  insulated  poultry  and 
brooder  houses.  It  is  much  easier 
to  protect  baby  chicks  from  cold 
and  drafts  in  a  brooder  house 
insulated  with  Insulite.  They  are 
kept  free  from  colds  and  other 
diseases.  Hens  will  lay  better  in 
the  hot  summer  months  when 
their  houses  are  protected  from 
the  hot  summer  sun  with  Insulite. 
When  winter  comes,  it  is  much 
easier  to  keep  poultry  warm  when 


sible  to  ventilate  the  barn  properly, 
since  no  ventilation  equipment  can 
work  with  high  efficiency  unless 
the  barn  is  insulated.  Insulite  used 
in  dairy  barns  results  in  increased 
milk  production  reduces  winter 
feeding  costs  by  enabling  cows  to 
use  feed  for  milk  production  rather 
than  to  develop  body  heat. 

Hogs  are  more  sensitive  to  cold 
and  drafts  than  any  other  farm 
livestock.  Hog  houses  insulated 
with  Insulite  will  protect  them 
from  chills  and  from  colds.  Hog 


18 


Low  cost  poultry  houses  built  with  Insulite  keep  flocks  comfortable  and  productive  the 
year  'round. 

raisers  know  that  insulated  hog 
houses  make  it  possible  and  profit¬ 
able  to  farrow  earlier  in  order  to 
get  full-grown  hogs  to  market  when 
prices  are  at  their  peak. 

Many  farmers  have  proven  that 
they  can  keep  fruits  and  vegetables 
in  much  better  condition  when 
their  storage  houses  are  insulated 
with  Insulite.  With  an  insulated 
storage  house,  it  becomes  much 
easier  to  maintain  the  uniform 
temperatures  that  are  so  necessary 
if  a  storage  house  is  to  keep  fruits 
and  vegetables  in  good  condition 
until  such  time  as  they  are  sent 
to  market. 


The  livability  and  convenience  of  many  farm  houses  have  teen  increased  by  the 
addition  of  extra  rooms  in  the  attic.  When  built  of  Insulite  these  comfortable  and 
attractive  rooms  need  not  be  expensive. 

When  you  insulate  your  farm 
buildings,  use  Insulite — the  origi¬ 
nal  wood-fiber  insulation  board, 
because  it  gives  you  the  utmost  in 
structural  strength,  combined  with 
high  insulating  efficiency.  The 
book,  “Building  Greater  Farm 
Profits  with  Insulite,”  explains  the 
uses  and  advantages  of  insulation 
board.  It  illustrates  plans  for  vari¬ 
ous  types  of  farm  buildings,  and 
shows  how  they  can  be  insulated 
to  best  advantage.  This  book  is 
free  to  those  who  want  more  com¬ 
plete  information  on  the  insula¬ 
tion  of  farm  buildings  than  is 
given  here. 


Dairy  barns  insulated  with  Insulite  provide  comfortable,  healthful  living  conditions  for 
cows.  Milk  production  is  increased — condensation  of  moisture  on  ceilings  during 
cold  weather  is  avoided. 


Poultry  houses  lined  with  Insulite  provide  comfortable  living  quarters  that  lead  to 
increased  egg  production. 


Roof  Insulation 
for  Commercial  Buildings 


One  of  the  major  problems  in 
the  operation  and  management  of 
commercial  buildings  is  providing 
suitable  temperatures  and  working 
conditions,  coupled  with  lowering 
the  cost  of  maintaining  such  con¬ 
ditions.  The  use  of  Insulite  not 
only  makes  it  more  easily  possible 
to  provide  suitable  temperatures, 
humidity,  and  working  conditions, 
but  it  will  do  much  to  decrease 
heating  costs.  It  makes  cooling 
equipment  as  well  as  heating 
equipment  work  more  efficiently 
and  more  economically. 

Commercial  and  industrial  build¬ 
ings  insulated  with  Insulite  are 
assured  lower  heating  costs  due 
to  a  definite  reduction  in  heat  loss 
through  the  roof.  The  condensa¬ 
tion  of  moisture  on  ceilings  is  of 
greater  consequence  in  many  in¬ 
dustries,  and  its  prevention  means 
more  to  profitable  operation  than 
fuel  savings. 

Moisture  condensation  often  pre¬ 
sents  a  major  item  in  plant  main¬ 
tenance  and  an  important  factor 
in  the  health  of  employees.  In 
some  plants  there  is  a  large  amount 
of  humidity.  Adequate  insulation 


of  roofs  in  buildings  of  this  kind 
with  Insulite  will  prevent  conden¬ 
sation. 

When  moisture  is  allowed  to 
condense  on  ceilings  the  beams 
and  framework  are  soon  rusted 
or  rotted  and  destroyed.  This 
moisture  condensation  may  drip 
from  the  ceiling  thus  shortening 
the  life  of  machinery  or  equipment 
and  destroying  or  reducing  the 
value  of  finished  products. 

Insulite  Roof  Insulation  is  highly 
resistant  to  moisture,  at  the  same 
time  providing  a  high  degree  of 
insulating  efficiency.  It  comes  in 
convenient  sizes,  for  easy  handling, 
yet  large  enough  to  cover  areas  at 
low  cost.  It  is  available  in  full 
half-inch  thickness,  and  multiples 
of  half-inch,  to  meet  any  humidity 
or  insulation  problem.  It  can  be 
applied  over  wood,  steel,  concrete 
or  tile  roof  decks. 

Insulite  now  offers  an  exclusive 
development  for  the  roof  insulation 
industry — an  asphalt  treated  pro¬ 
duct  known  as  Insulite  Asphalted 
Roof  Insulation,  having  superior 
strength  and  greater  resistance  to 
moisture. 


The  Insulation  of  Ice  and 
Cold  Storage  Plants 


Following  many  years  of  experi¬ 
ence  in  the  manufacture,  uses  and 
applications  of  wood-fiber  insula¬ 
tion  board,  The  Insulite  Company 
developed  a  low  density  Cold  Stor¬ 
age  Insulation.  For  more  than 
twenty  years  it  has  been  used  in 
practically  every  type  of  construc¬ 
tion  requiring  extremely  efficient 
insulation. 

The  exceptional  low  density  of 
Insulite  Cold  Storage  Insulation 
assures  high  insulation  efficiency. 

Insulite  Cold  Storage  Insulation 


has  greater  structural  value  than 
other  forms  of  cold  storage  insula¬ 
tion  due  to  its  tensile  strength 
averaging  one  hundred  fifty  pounds 
per  square  inch.  It  can  be  handled 
easily  without  breaking,  cracking, 
or  chipping.  It  will  not  crumble, 
rot,  or  disintegrate  in  service.  Its 
value  has  been  proved  through  its 
use  over  a  long  period  of  years  in 
all  types  of  ice  and  cold  storage 
plants,  as  well  as  in  railway  refrig¬ 
erator  cars,  and  domestic  refriger¬ 
ators. 


Insulite  SealdSlab 

The  Sealed  Cold  Storage  Insulation 


After  considerable  research  and 
experimental  work  Insulite  Seald¬ 
Slab,  a  superior  product,  was  per¬ 
fected. 

A  controlled  asphalt  impregna¬ 
tion  forms  a  complete  seal  or 
envelope  around  low  density  In¬ 
sulite,  thus  building  up  greater 
moisture  resistance  and  providing 
a  much  more  effective  base  for 
asphalt  coatings  applied  on  the 
job.  In  certain  cases  one  layer  or 

Insulite  SealdSlab  provides  a  high  degree  of  insulating  efficiency  coupled  with  great 
resistance  to  moisture  absorption. 


application  of  waterproofing  may 
be  eliminated.  This  is  especially 
true  in  connection  with  the  insu¬ 
lation  of  ducts  in  cold  storage  work 
and  in  the  air-conditioning  field. 

Insulite  SealdSlab  is  made  in  a 
range  of  sizes  to  meet  all  needs 
and  to  assure  ease  of  application. 

It  is  especially  adapted  for  use 
wherever  low  temperatures  must 
be  maintained  economically. 

Showing  method  of  applying  Insulite  SealdSlab  for  walls  and  ceiling  insulation  in 
a  cooling  room. 


Insulite  HardBoard 


The  Board  of  a  Thousand  Uses 


To  meet  the  need  for  a  hard- 
board  that  is  thin,  dense,  hard¬ 
surfaced,  and  has  great  strength, 
Insulite  makes  available  a  hard- 
board  of  great  versatility.  It  resists 
wear  and  rough  treatment. 

It  may  be  sawed,  cut,  nailed, 
punched  or  glued.  It  does  not 
crack,  curl,  chip,  splinter  or  split. 


It  is  easily  and  attractively  finished 
with  any  type  of  finishing  ma¬ 
terial,  making  a  superior  base  for 
paints  and  enamels. 

It  is  used  for  many  construction 
purposes  as  well  as  for  the  fabrica¬ 
tion  of  articles  of  which  many 
kinds  are  listed  below. 


Representative  Uses 


Auto  Truck  Bodies 

rift 

Auto  Trailers 
Advertising  Novelties 
Advertising  Printed 
Designs 

Amusement  Park  Devices 
Bird  Houses 
Waste  Baskets 
Restaurant  Booths 
Coal  Bins 
Bookcases 
Bus  Ceilings 
Billboards 
Closets 
Counter  Tops 
Shipping  Crates 
Salesmen’s  Sample  Cases 
Storage  Closets 
Checker  Boards 
Department  Store 
Displays 


Dog  Houses 
Window  Displays 
Drawer  Bottoms 
Desk  Tops 
Gaming  Tables 
Garages 

Portable  Houses 

Incubators 

Clock  Backs 

Jig-Saw  Puzzles 

Letter  Files 

Map  Backs 

Mail  Boxes 

Home  Partitions 

Children’s  Play  Houses 

Panelling 

Poultry  Houses 

Magazine  Racks 

Merchandise  Racks 

Miscellaneous  Mountings 


Mirror  Backs 

Outdoor  and  Indoor  Signs 

Show  Cases 

Shelving 

Manual  Training  Work 
Store  Fixtures 
Bedroom  Screens 
Miscellaneous  Art  Work 
Sewing  Stands 
Table  Tops 
Temporary  Outdoor 
Construction 
Ping-Pong  and  Card 
Tables 

Stage  Scenery 
Toys 

Beverage  Trays 
Tractor  Cabs 
Window  Backgrounds 
Work  Bench  Tops 


Insulite  Tempered  HardBoard 


INSULITE  TEMPERED  HARD¬ 
BOARD — was  developed  to  meet 
the  demand  for  a  material  that 
would  withstand  constant  expo¬ 
sure  to  moisture  conditions.  It  is 
more  dense  than  untempered  In¬ 
sulite  HardBoard,  and  possesses 
greater  structural  strength.  Its 
uniformity  of  thickness  and  physi¬ 


cal  properties  make  it  an  ideal 
material  for  many  important  uses 
in  construction  and  manufactur¬ 
ing.  Its  smooth,  highly  polished 
surface  takes  paints  and  enamels 
exceptionally  well.  It  is  somewhat 
darker  in  color  than  Insulite  Hard¬ 
Board,  being  a  deep  burl  walnut 
color. 
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Insulite  PanelTile 


INSULITE  PANELTILE— is  made 
for  use  in  new  construction  as 
well  as  for  modernizing  bathrooms, 
kitchens,  restaurants,  or  wherever 
a  tiled  sanitary  wall  surface  is 
required.  It  is  made  from  Insulite 
Tempered  HardBoard  with  inden¬ 
tations  pressed  in  the  surface  so 
that  when  finished  with  paint  and 


enamel  it  is  almost  indistinguish¬ 
able  from  individual  sections  of 
4//x4//  tile.  Its  hard,  highly  polished 
surface  takes  paint  and  enamel 
particularly  well,  providing  a  fin¬ 
ished  surface  that  is  easily  cleaned. 
The  large  panels  make  for  rapid 
and  economical  application  in  any 
type  of  construction. 


Insulite  DualBoard 


INSULITE  DUALBOARD  —  is 
made  Y"  thick  to  meet  the  need 
for  a  smooth-surfaced,  strong,  dur¬ 
able  wood-fiber  board.  Here  is  a 
material  for  use  in  both  new  con¬ 
struction  and  modernizing  work 
or  wherever  Insulite  Building  Board 
or  Wallboard  have  been  used,  al¬ 
though  it  naturally  does  not  have 
the  insulating  efficiency  of  Y" 


thick  Insulite.  Its  rich  brown  color 
makes  it  attractive  for  use  in  lining 
attics  and  summer  cottages,  for 
backgrounds  in  stores  and  displays, 
without  any  finishing  treatment 
being  required.  Insulite  DeLuxe 
DualBoard,  with  a  highly  finished 
surface,  is  a  more  dense  and  rigid 
material  than  standard  DualBoard. 


Insulite  Fiberock 


Where  the  structural  strength 
and  decorative  advantages  of  an 
insulation  board  are  not  required, 
but  where  insulation  is  of  para¬ 
mount  importance,  Insulite  Fi¬ 
berock,  a  rock  wool  product,  ex¬ 
clusively  mineral  in  composition, 
is  recommended. 

Fiberock  comes  in  three  forms: 
Loose  packed  in  35  pound  bags, 
adapted  especially  for  packing  in 
walls  between  studdings;  Granu¬ 
lated — also  packed  in  35  pound 


bags,  but  in  a  form  suitable  for 
pouring  from  the  bag  into  hori¬ 
zontal  spaces;  Bats — size  15  inches 
by  18  inches  and  wall  thick,  packed 
9  in  a  32  pound  carton — for  appli¬ 
cation  between  both  vertical  and 
horizontal  framing  members. 

The  use  of  Fiberock  does  not 
eliminate  Bildrite  Sheathing 
and  Lok-Joint  Lath  from  consider¬ 
ation.  Used  in  combination,  maxi¬ 
mum  insulation  along  with  struc¬ 
tural  advantages  are  provided. 
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To  Help  You 
Solve  Your  Problem 


Should  there  be  any  question  in 
your  mind  on  the  insulation,  sound 
deadening,  acoustical  correction, 
interior  decoration  of  your  build¬ 
ing,  or  the  use  of  Insulite  products 
to  accomplish  these  results,  please 
feel  free  to  write  our  engineering 
department.  Your  questions  will 
be  answered  carefully  and  prompt¬ 
ly.  Additional  literature  covering 
the  specific  subject  on  which  you 
desire  additional  information  will 
be  sent  to  you  if  available.  The  In¬ 
sulite  Company,  Builders  Exchange 
Building,  Minneapolis,  Minnesota. 
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